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Sheet covering that particular narcotic that it has been returned.
The hospital shall return the material either by itself or with
similar narcotic material at a convenient time, to the District Super-
visor, Bureau of Narcotics in the proper manner, or shall notify
the Chief Drug Inspector, State Board of Health, Columbia, South
Carolina, and request that a visit be made to the hospital.
19. PROCEDURES IN CASE OF LOSS, THEFT, ETC.
(a) Discrepancies in Narcotic Count: Discrepancies involving small
amounts (such as single doses) shall be reported to a responsible
supervisory official. An investigation shall be made to determine
the cause of the loss. A copy of the report of the investigation
signed by the responsible supervisor official, shall be filed with
the hospital narcotic records and appropriate action taken to prevent
reoccurrence.
(b) Recurring Shortages: In cases of recurring shortages (several doses)
or loss of significant quantities of narcotics, a thorough investigation
shall be made, making every effort to determine the reason for the
shortage and the person responsible for the shortage. A complete
report of the incident and findings shall be made to the administra-
tive authority of the hospital who shall immediately take appro-
priate action to prevent recurrence. A copy of the report, including
any findings resulting from the local investigation shall be for-
warded at once to the District Supervisor, Bureau of Narcotics,
Atlanta, Georgia, and to the Chief Drug Inspector, State Board of
Health, Columbia, South Carolina.
Death Certificates
Promulgated under authority of Section 32-1102, Code of Laws of S. C.,
1952
(Filed in the office of the Secretary of State April 3, 1962)
This amends regulations filed with the Secretary of State November 9,
1949.
SECTION 8-A. Medical Certification of Death to be completed by
Physician within three days.-
It shall be the duty of the physician last in attendance on the de-
ceased, if any, to fully complete and sign the medical certification of the
certificate of death. Indefinite and unsatisfactory terms, indicating only
symptoms of disease or conditions resulting from disease, will not be
held sufficient for issuing a burial or removal permit; and any certificate
containing such terms as defined by the State Registrar shall be returned
to the physician for correction and more definite statement. Causes of
death, which may be the result of either disease or violence, shall be
carefully defined; and if from violence, the means of injury shall be
stated, and whether (probably) accidental, suicidal, homicidal. Where the
death occurs in a hospital or institution and there was no regular physician
in attendance, then it shall be the duty of the medical officer of the
hospital or institution to complete the medical certification of the certificate
of death. The medical certification of the certificate of death shall be


